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Message Text 

CONFIDENTIAL 

PAGE 01 GENEVA 06051 20I9I6Z 
ACTION SY-05 

INEO OCT-OI 10-13 ISO-00 ACDA-07 EUR-12 /038 W 

003082 2I0359Z/23 

R 20173 IZJUL 77 
EM USMISSION GENEVA 
TO AMCONGEN FRNKFURT 
INFO SECSTATE WASHDC 9444 

CONEIDENTIAL605I 

EOR RTC ERANKEURT, DEPT EOR ASY/T, OIC/NSU: ACDA (MATTHEWS) 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJECT: SALT MAINTENANCE EACILITIES 
REF: FRANKFURT 5367, GENEVA 5742 

1. ALL REQUIRED MAINTENANCE PEREORMED BY CEC MASTERS, TECH 
ASSISTANCE NOT NOW URGENTLY REQUIRED. 

2. THIS OEEICE REQUIRES SOONEST TECH SWEEP OF SALT DUE TO 
EXTENSIVE LOCAL CONTRACT MAINTENANCE WORK PERFORMED. 

3. ADVISE DISPOSITION OP SPARE AIR-CONDITIONER LEFT AT SALT, 

WHICH IS A THREE PHASE UNIT AS OPPOSED TO ALL OTHERS IN OPERATION 
THAT ARE TWO PHASE. SPARE UNIT ALSO IS INCOMPATIBLE WITH OTHER 
UNITS AS PAR AS DUCTS AND WIRING IS CONCERNED. 

4. HAVE RECEIVED PERMISSION EOR INSTALLATION OP CCTV SURVEILLANCE 
SYSTEM IN SALT BY BUILDING OWNER. PLEASE ADVISE WHEN TECH CAN 
PERPORM REQUIRED SECURITY SURVEY FOR NEEDED INSTALLATION. 

WARNKE 

CONPIDENTIAL 
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